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. DETAILS: 







The weapon used in this case was an Iver Johnson, Cadet Model, 

.22 caliber, 8 shot revolver (2V barrel) . This weapon had eight 
expended shell casings in the cylinder at the time, of recovery from 
the suspect. A trajectory study was made of the physical evidence 
which indicated that eight shots were fired as follows: 



s' 



#1 - 



i 2 - 



#3 - 



#4 - 



Bullet entered Senator Kennedy’s head behind the right ear 
and ; was later recovered from the victim's head and booked as 
evidence. 

Bullet passed through the right shoulder pad of Senator Kennedy's 
suit coat (never entered his body) and traveled upward striking 
victim Schrade in the center of his forehead. The bullet was 
recovered from his head and booked as evidence. 

Bullet entered Senator Kennedy's right rear shoulder approximately 
seven inches below the top of the shoulder. This bullet was 
recovered by the Coroner from the 6th cervical vertebrae and 
booked as evidence. 

Bullet entered Senator Kennedy's right rear back approximately 
one inch to the right of bullet #3. This bullet traveled upward 
and forward and exited the victim's body in the right front chest. 
The bullet passed through the ceiling tile, striking the ^second 
plastered ceiling and was lost somewhere in the ceiling ^interspace . 

Bullet struck victim Goldstein in the left rear buttock. This 
bullet was recovered from the victim and booked as evidence. 

Bullet passed through victim Goldstein's left pants leg (never 
entering his body) and struck the cement floor and entered 
victim Stroll's left leg. The bullet was later recovered and 
booked as evidence. 

#7 - Bullet struck victim Weisel in the left abdomen and was 
recovered and booked. 

£3 - Bullet struck the plaster ceiling and then struck victim Evans 
in the head. This bullet was recovered from the victim's head 
and booked as evidence. 
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A Walker's H-acid test was conducted on Senator Kennedy's suit coat 
in the area of the entrance wounds. 

of the weapon was held at a distance^^_ 
from the coat at the time of all fiJ§3§ 



muzzle 

inches 




IT AUERA1/5NS OT 






uXTZ & T3 *IE TYPED 



DIVN. RPTG. 



U 



7-3-68 10 a.m. S.I.n. 



SUPE^iSCR APPROVING 

Lt. D.W. Mann 



CLEP.K 



.ram. 



y 



SERIAL NO. 

#285 



EMPLOYEES) REPORTING 



SER. NO. 



DiVN. 



£}<L 

Officer DeWayne A. Wolfer 6727 S.I.D< 



r.f.'.CL 




